
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 
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COMMISSIONER 


November 23, 2011 


To: ADA Christopher Henry 
From: Nicole E. Medina 


RE: Commonwealth vs. 



Dear ADA Henry, 


Attached yoi^itHin^omes of the following documents that you requested regarding Drug 

number^^^H^^k 

1. Drug Analysis Laboratory Receipt. 

2. Evidence Control card with analytical results 

3. Analysis sheet with chemist's hand notations and test results. 

4. GC analytical data. 

5. GC/Mass Spectral analytical data. 

1 was the primary and custodial chemist for lab number Kate Corbett was the 

GC/MS confirmatory chemist. Should you have any questions please do not hesitate to 
call me at 617-983-6630. 



Chemist 11 

Drug Analysis Laboratory 


Corbett email PRR 009432 




PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 









City; Chelsea Police Dept. 
Cfficer; Detectiv^RIZUE^ 

Oef; 

Amount; 

No. Cont; i Cont; pb 
DateRec'd; 03/09/2010 
Gross Wt.; 17.59 


Date Analyzed; 



Subst; TAB 

No. Analyzed; 

Net Weight; 

# Tests; (p06rn 


Prelim: 




Corbett email PRR 009434 





DRUG POWDER ANALYSIS FORM 



PHYSICAL DESCRIPTION: 



Gross Wt { 
Gross Wt { 



S 'Toood \3\0e, 

-{lAXy^j one Svde 




PREHIVIINARY TESTS 


)ot Tests 



Cobalt 


Thiocyanate 



Gold 

Chloride 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ADS Vial 


D:\GC DATA\05_11_10\ 

03 .D 

FIDIA.CH 

11 May 2010 14^54 

BLANK-NEM 

3 Sample Multiplier: 1 


Integration File: autointl.e 


Method ; C;\MSDCHEM\l\METHODS\ROUTINE,M 

Title ; 

Respoiise_ Signal: 03.D\FID1A.CH 



ROUTINE.M Tue May 11 15:09:08 2010 


Page: 2 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Mi sc 
ALS Vial 


D;\GC DATA\05_11__10\ 

04 .D 

FIDIA.CH 

11 May 2010 15:10 

3,4-MDMA STD 

4 Sample Multiplier; 1 


Integration File: autointl.e 


Method ; C:\MSDCHEM\l\METHODS\ROUTINE.M 

Title : 


Signal : FIDIA.CH 


peak 

R.T. 

Start 

End 

PK 

peak 

peak peak % of 

# 

min 

min 

min 

TY 

height 

area % max. total 

1 

1.127 

1.099 

1.343 

SB 

774615965 

9815779666 100.00% 99.513% 

2 

2.273 

2.231 

2.361 

BB 

4682408 

48032135 0.49% 0.487% 


Sum of corrected areas: 9863811801 


ROUTINE,M Tue May 11 15:25:28 2010 


Page; 1 
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Area Percent Report 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D:\GC DATA\05_11_10\ 
42.D 

FIDIA.CH 

12 May 2010 1:12 


42 Sample Multiplier: 1 


Integration File; autointl.e 


Method : C;\MSDCHEM\1\METHODS\ROUTINE.M 

Title ; 


Signal : FIDIA.CH 


peak 


R.T. 

Start 

End 

PK 

peak 

peak 

peak 

% of 

# 


min 

min 

min 

TY 

height 

area 

% max. 

total 

1 

1 

. 127 

1.088 

1.398 

BB 

832231931 

10064493036 100. 

00% 98.369% 

2 

1 

. 900 

1.863 

1.978 

BB 

2083357 

22782146 

0.23% 

0.223% 

3 

2 

.280 

2.233 

2.383 

BB 

13443846 

143016298 

1.42% 

1.398% 

4 

3 

.427 

3.403 

3.473 

BB 

106673 

1023894 

0.01% 

0.010% 


Sum of corrected areas; 10231315373 


ROUTINE.M Wed May 12 01:27:11 2010 


Page: 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

H: \ 05_19__10\717904 .D 
KAC 

19 May 2010 12:29 

BLANK 

1 

MDMA 

RTF 


/ 


/ u ' 


u 


^Abundance TIC:717904.O 

I 7O0i I 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


717904.D Mon Nov 21 10:57:28 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


H:\05_19_10\717905.D 

KAC 

19 May 2010 12:41 

3,4-MDMA 

5 

MDMA 

RTE 


lAbundance 

I 2 05 
5000001 

I 

! 400000! i 

300000^ 

200000; ;i 

i i 

I lOOOOOl ll 

; ! 

Ol-.-,...1 '; ... 

frime-> 2,00 2.60 ^. 3,50 


fCTTTrSDSir 



4.00 4.50 


5.00 ifeo 6.00 6,fe0 7.00 7.50 8.00 8,50 


Ret. Time 

Area 

Area % 

Ratio % 


2.053 

654806 

100.00 

100.00 



717905.D 


Mon Nov 21 10:57:32 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


H; \05_19_10\717905.D 
KAC 

19 May 2010 12:41 

3,4-MDMA 

5 

MDMA 

RTE 


Search 

Libraries: C:\DATABASE\PMW TOX2.L 

C;\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 0 

PK# 

RT Library/ID 

CAS# 

Qual 


2.05 C:\DATABASE\NIST98.L 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 90 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 90 

N~Methyl nida acetate 1000119-21-0 78 


Abundance 

58 

80 

1 

60 

i 

! 

40 

1 

1 

I 

20 

: 

0 

m/z-> 

42 51 ^ 

' 40 50 6 


lAbundance 


80; 


;m/z-> 


Average of 2.005 to 2.186 mih.: 7T7M5irr-) 


65 


77 


88 gg 105 -115122 


135 


I 


144 


159 


174 


194 


25 ^ 

240 250^ j 


58 


Wf2B86: 1,3-Benzodioxole-5-e(hananiine, N,.a1pha.-41melhyl- 


60: 


40 


20 


42 51 


65 


77 


89 


105 118 


135 


147 


162 176 


192 


io 'so ' eb 70 ’ 80 QO 'ibo^'l'W 120 l8o 14o'lS)^60 170 jsq 190 2bo 210 220 . 2 \o 250 


717905.D 


Mon Nov 21 10:57:33 2011 


Page 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


H : \05_19__10\717928 .D 
KAC 

19 May 2010 17:20 

BLANK 
NEM 
1 

MDMA 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


717928.D Mon Nov 21 10:57:47 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


H: \ 05_19__10\717929 .D 
KAC 

19 May 2010 17:32 



29 

MDMA 

RTE 


500000, 

400000 

300000 

200000: 

100000j 


2|05 


1,71 1; 


01 . 


Time--> 


2,00 2.50 3,00 3.50 4.00 


Ticvn7g2s:ci “ 1 

j 


4.bo 5.06 5.50 6.00 S.bo'' 7.06 ' 7 . bb ^0 8 .bo 


Ret. Time 

Area 

Area % 

Ratio % 

1.711 

147652 

15.38 

18.18 

2.053 

812194 

84.62 

100.00 


717929.D 


Mon Nov 21 10:57:51 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


H:\05_19_10\717929.D 
KAC 

19 May 2010 17:32 


Vial Number 
AcquisitionMeth 
Integrator 


29 

MDMA 

RTE 


Search 

Libraries: C:\DATABASE\PMW TOX2.L 

Minimum Quality 

: 90 



C:\DATABASE\NIST98.L 

Minimum Quality 

; 0 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

1.71 

C:\DATABASE\NIST98.L 





3,4-Methylenedioxy-N-methylbenzylam 015205-27-3 

94 



1,3-Benzodioxole, 5-propyl- 

000094-58-6 

49 



1,3-Benzodioxole, 5-propyl- 

000094-58-6 

47 


jAbundance 


Average of 1 r6T416' 1.775"rnin.;7T7gzgTD'{-) 

135 


80 


60 


40- 


20 


42 


I 


51 


77 


m/z-> 


i N i 93 ^05 

0’ ., Jh 


164 


121 

149 

. ... i.;^ 

1 

3-1—T- 

1^ T 30 

140 150 

160 

170 


193 


Abundance 


#614/0: 3.4-Memylenedloxy-N-melhylbenzylamine 

135 


80: 






165 

60: 

44 


( 

40: 



\ 

20 ; 

N M 

77 |i 

1 i i 

i 

j 

I o' 

;m/z-> 

39: j 

65 1 105 121 I 

‘ ■ ill I , ^ I! ..., i. 

! 

1 

40 ' 50 

eb 70 80 90 lOO lio 120 130 l40 150 160 

170 


717929.D Mon Nov 21 10:57:51 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

H:\05 19 10\717929.D 

Operator 

KAC 

Date Acquired 

19 May 2010 17:32 

Sample Name 


Submitted by 

: NEM 

Vial Number 

29 

AcquisitionMeth 

; MDMA 

Integrator 

; RTF 


Search 

Libraries; C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 0 

PK# 

RT Library/ID 

CAS# 

Qual 


2 2.05 C:\DATABASE\NIST98.L 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 90 

1,3-Benzodioxole-5-ethanamine, N,.a 042542-10-9 86 

N-Methyl mda acetate 1000119-21-0 78 


lAbundance 

I 80 i 

; j 

60i 

I ‘♦ol 




TSiverage or215DSTo 2.13BlTm 


i 

i 

I 


20 ! 


pn/z-> 


36 
30 ' 4 b 


42 


51 


50 60 


65 71 
7b 


77 


88 95 104 116 123129 


135 


144 150 159 165 175 


188 195 


80 


90 


lOO 110 


iib ’ iib 140 150 ibb i70 i8o ibo 


'Abundance #T1“2756: 1,3-Benzodioxofe^-5-ethanamine, N.,alpha,-dirnetFiyr- 

I f 

I I I 

I 80j I 

I 60 l I 


40 : 


20 : 


01 


m/z-> 


30 42 

3 b' 40 ' 


51 

50 


65 

60 ' ”' 7 b 


77 


80 


88 


105 

100 lio 


120 


135 

130 U6 


178 193 

^50 ibb 170 180 ' 190 


717929.D Mon Nov 21 10:57:52 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


H:\05_19_10\717937.D 
KAC 

19 May 2010 19:09 

BLANK 

1 

MDMA 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


717937.D Mon Nov 21 10:58:00 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


H:\05_19_10\717938.D 

KAC 

19 May 2010 19:21 

3,4-MDMA STD 


MDMA 

RTE 


Abundance 

2i05 

I 500000: I 


400000 


300000 1 ii 

2OOOO0I 

; :| 

' loooooi I! 

I J 

i .... . 

Time-> 2.00 2,50 3.00 


“Trcr7i7938:Er 


! 

3-50. 4.50 5,66 _ 5.S1 ' 6.66 ' ' 6.50 7.00 ' 7.56 8.00 8.56 ' ' 


Ret, Time 

Area 

Area % 

Ratio % 


2.048 

709609 

100.00 

100.00 



717938.D 


Mon Nov 21 10:58:04 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


H: \05__19_10\717938 .D 
KAC 

19 May 2010 19:21 

3,4-MDMA STD 

5 

MDMA 

RTE 


Search Libraries 


C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

2.05 

C:\DATABASE\NIST98.L 






1,3-Benzodioxole-5-ethanamine, 

N, .a 

042542-10-9 

90 



1,3-Benzodioxole-5-ethanamine, 

N, . a 

042542-10-9 

86 



1,3-Benzodioxole-5-ethanamine, 

N, . a 

042542-10-9 

83 


Abundance 


80; 


58 


Average 012.005 to 2.149 min.;TT753'8.D' (-) 


/Abundance 


aol 


60, 


40! 


; 20 : 

AO 51 I 77 135 

qI 36 y ^[;.65 71 ^ 85^1 98^ 105 11^22 145 

m/z-> 30 40 50 60 70 'eO 9o’ "^ioo ' lio " 120 ' 130' 140 150 160 ' 170 l60 ' 100 


158 164 175 188194 


58 


'ff1 1275671,3-Berizodioxote-5-elhanamine,N,.alpba.-VimetfiyF 


60 i 


40; 


20 ! 


30 42 51 


65 


77 


88 


105 


135 


178 


193 


:m/z-> 30 40 50 60 70 80 90 l6o bO ' 120 130 140 ’ 150 ' 160 170 lOo lOo 

Page 2 


717938 .D 


Mon Nov 21 10:58:04 2011 
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